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a) Memo to DD/S&T from Actg AD/SA 


COR/M JACIr. 
17 Oct 1963 considering new Itek proposal for M-2 camera 


System, deduced a series of gxx figures to provide a baseline 


for estimating development costs for a new satellite camera 
system. 

Estimated cos single launch) 
using ATLAS - 
using THOR (TA 


NRO review(s) completed. 
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